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WATER FLOW TEST 

For use of this form, see AR 420-1 ; the proponent agency is ACSIM. 


LOCATION 


DATE (YYYYMMDD) 




DA FORM 5384, JAN 2009 


PREVIOUS EDITIONS ARE OBSOLETE. 
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